If u are reading this u have found a book of history, of an era called the
Eternal Winter and is about this
 Steam Generator,
 it was in the Eternal Winter and its the last one, the others where pushed to hard and, exploded, a storm swept across the earth and the ... ... generators where put into overdrive and  built to much stress and then exploded
some where broken/malfunctioning
witch made them explode, thes generators where scattered all araund the earth, but even with hundreds of them,
only one survived the winter... ...in the storm that pushed the steam generators to hard
the temp in the storm droped to -598 fahrenheit, witch is in celsius is 
 -350 
and the steam generators can handle -508 fahrenheit in celsius
thats -300 on overdrive with out...   ... that on its half that.
When the Eternal Winter ended people began to rebuild what was left of the world,
after 50 years a virus that infected the brain made people forget and made the host forget who they wher, and with that the idea of how to make the steam generators was gone...  OR WAS IT?. . . . . 